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LIMITED OFFICIAL USE TEHRAN 0096 

E.O. 11652: NA 
TAGS: MILI 

SUBJ: VISIT TO SAUDI ARABIA BY OEFICERS EROM U.S. MILITARY 
HOSPITAL TEHRAN 

REES:(A) TEHRAN 10125(DTG 160930Z OCT 75);(B) IIDDA 
8493(DTG 290909Z DEC 75)(NOTAL) 

AS NEITHER EMBASSY JIDDA NOR CHIEE USMTMSA DHAHRAN HAVE 
SUGGESTED ANY COMPELLING REASON AS TH WHY U.S. MEDDAC TEHRAN 
SHOULD BE ASSIGNED ADMINISTRATIVE RESPONSIBILITIES FOR MEDICAL 
CLINIC AT DHAHRAN, WE ARE REQUESTING THAT ORIGINAL ORDER 
MAKING SUCH ASSIGNMENT BE RESCINDED. WE EEEL THAT RESPONSI- 
BILITIES OE LARGE-SCALLE PROGRAMS IN IRAN AND SAUDI ARABIA 
FULLY JUSTIFY SEPARATION OF OPERATIONS. ADDITIONALLY, WE 
DO NOT WISH ELEMENTS OF THIS MISSION TO BE GIVEN REGIONAL 
RESPONSIBILITIES UNLESS SUCH ASSIGNMENT IS CONSIDERED 
ESSENTIAL AND APPROVED BY APPROPRIATE WASHINGTON AGENCIES. 
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